NEWS 


SIR GEORGE WILLIAMS UNIVERSITY 


1435 DRUMMOND ST., MONTREAL 25 7k RELEASE 
TELEPHONE 844-0131 


THE MINISTER OF EDUCATION TO OFFICIATE AT 
SIR GEORGE WILLIAMS UNIVERSITY CORNER STONE CEREMONY 

May I remind you that the Honorable Paul Gérin-Lajoie, 
Minister of Education for the Province of Quebec, will lay the 
corner-stone of the Henry F. Hall building of Sir George Williams 
University on May 8th, 1965. 

The platform will assemble in the Norris building and will 
proceed to the Henry F. Hall building at 11:00 a.m. It is 
anticipated that the ceremony will not go beyond 12:00 noon. 


Looking forward to meeting your official representative at 
this ceremony, I remain, 


Yours very truly, 
aol Konrets 


Treff1é Lacombe, 
Assistant to the Principal. 


TL/nm 


April 26th, 1965. 


SIR GEORGE WILLIAMS UNIVERSITY 


1435 DRUMMOND ST., MONTREAL 25 
TELEPHONE 844-0131 


L'HONORABLE PAUL GERIN-LAJOIE, INVITE D'HONNEUR A 


— ee 


L'UNIVERSITE SIR GEORGE WILLIAMS 


Puis-je vous rappeler que l'Honorable Paul Gérin-Lajoie, 
Ministre de 1'Education, posera la premiére pierre de 1'édifice 
Henry F. Hall de l'Université Sir George Williams le 8 mai pro- 
chain, 


Les dignitaires s'assembleront a 1'édifice Norris, 1435 
rue Drummond, & 11:00 a.m. et procéderont vers 1'édifice Henry 
F, Hall. La cérémonie devrait @tre terminée vers midi. 


Il me fera plaisir de recevoir votre représentant officiel 
lors de cette cérémonie. 


Sincérement votre, 


—S 


Trefflé Lacombe, 
Adjoint au Recteur. 


TL/nm 


Le 26 avril 1965. 


